The Commonwealth of Massachusetts 
Executive Office of Health and Hunnan Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



Jessica Lee, ADA 

Suffolk County District Attorney's Office 

Bye-mail March 8, 2012 

Re: Comm. v. 

ADA Lee, 

Please find the discovery materials, for the case noted above, collated in the follovYing 
manner; 

1) c.v.s of the chemists 

2) the Drug Lab Evidence Office Receipt to the Boston Police. 

3) the inventory control cards 

4) the Drug Powder Analysis Forms 

4) the gas chromatography/mass spectrometry (gc/ms) data 

I was the custodial chemist for this case, responsible for the chain of custody, the 
weighing of the substance and the preliminary tests. Kate Corbett was the confirmatory 
chemist operating the gc/ms. 

If you need further clarification of these materials, call me directly at (617) 983-6627. 



Sincerely, 



Michael Lawler 
Senior Chemist 


Cc: Kate Corbett 
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Curriculum Vitae 


Michael Lawler 
Education: 

University of Virginia, Charlottesville, Va. Bachelor of Ai ts in English, 1975 
Harvard University, Cambridge, Ma. Master of Arts in biology, 1995 
Experience: 

1990-present cun ently Chemist III, Mass. Dept, of Public Health, Dmg Lab analyst 
determining the identity of unknown substances and providing expert testimony in the 
Courts. Conduct special testing for poisons within drug exhibits (e.g. strychnine in 
MDMA) 

2005-2008 lecturer in chemistry, Cuny College, Milton, Ma. 

1988-1990 New England Newborn Screening (NENS) Biochemist eonducting pilot 
studies and validation trials of new newborn screening tests. Investigator and co-author 
of papers noted below. Introduced screening test for Biotinidase Deficiency. Liaison 
with interstate collaborators in national studies. 

1983-1988 Supervised NENS urine screening lab for metabolic disorders. Conducted 
research in collaboration with Children’s Hospital (Boston) detecting neuroblastoma, a 
cancer of early childhood. Conducted reference testing for rare metabolic disorders for 
an international audience. 

1982-1983 NENS hypothyroid assay teclinologist with Tuft’s University 
1979-1981 Mass. Bay Conunuuity College, staff teclinologist preparing materials for 
the laboratory technician program, wliich included reagents, apparatus and maintauiing 
stock cultures of human pathogens. 

Additioual education and special training 

Ding Analysis, completed six week training course by senior staff within the 
Department of Public Health Drug Analysis Laboratory 
National Laboratory Network Training Program course as Expert Witness 
Qualified as an expert witness in the Massachusetts Courts and the U.S, District Court 
Current Drug Trends - Multijurisdictional Ding Task Force Academy August 2009 
CDC course in public health response to bioterrorism 
U.S. Army course in biologic warfare and teirorism 
DBA Special Testing Lab Seminar June 2011 
Sigma-Aldrich LC/MS - New Applications Fall 2011 
Journal Publications 

Screeniiiff , 1992, 1:34-37; Lawler,M,, Frederick,S., Rodriguez-Anza, S.,Wolf,B., 
Levy,H., Newborn Screening for Biotinidase Deficiency, Pilot Study and Follow-up of 
Identified Cases 

Genetic Screenins , 1990, 11-18, Mitchell,M., Lawler,M,, Walraven,C., Hermos,R,, 

To Screen or Not to Screen for Congenital Hyperplasia: Is that the Question? 

The Journal of Pediatrics , 116: 78-83, Secor-McVoy,J., Lawler,M., Schmidt, M., 
EberSjD., Hart,P., Pettit,D., Biitzer,M.,Wolf,B., Partial Biotinidase Deficiency: Clinical 
and Biochemical Features 
Professional Affiliations 

Northeastern Association of Forensic Scientists (NEAPS) since 2005 
Awards 

Theobald Smith Education Grant for graduate studies 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Emplovrhent 

Chemist il State Laboratory. InstiiyteAMarch SooS-Present) 

Massachusetts Department of Public Health 
Drug Analysis Laboratory 

> Responsible, for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the.identification of pharmaceuticals to determine violation of 

the Massachusetts drug .laws. ^ . ... 

> Operate analyticaljnsfrumentafion, microscopes and balances for forensic 
drug analysis... ^ 

,V: r. -I .. v.-;,;...' . ' 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 
Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 

drug anaiysfs ■''■■be : 

> SuccessfUlly-Gottipleted'an 'eight week training course in the analysis of drugs 

conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory : iJ’.v. ' 

> Appointed an assistant analyst.foT the Department of Public Health, Drug 
Analysis Laboratory in.;2|D||5,, 

Research Asso.ci.ate.(rSeptember 2003:',-v. August 2005) 

SENSOR TE-CHNQL.OCi§8-,;.l¥A' Shrevys.bufy,,)MA 

> Prepared chemistries .used in-:maki,t;ig senior beads 

> Generated and exatpined sen,s,ors,employing fluorescence spectroscopy 

> Performed proteiri, dye.i^hd.sugar-a.ssgys using UVA^IS spectrophotometry 

> Carried out titrations on ricin usirig fluorescence, correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 -- August 2003) 

MASSACHUSETTS'.STATE PObIGE CRIME. LABORATORY - Sudbury, MA 

> Assisted in-fhe gathering bf case flies to fulfill the National Institute of 
Justice's No-^SuspscbBacklog Reduction Grant 

> Observed in the.Evidence,.Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arso,n Units . . 
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Date Analyzed: | 


City: Boston D.C.U. Police Dept. 
Officer P.0, RENEE JACKSON 
Def: 




Amount: 

No. Cent: 11 Cent: pb 

DateRec'd; 07/20/2011 
Gross Wt.: 16.33 


Prelim: 



Subst:SUB 

No. Analyzed: ^ 

Net Weight: ^ 3^ S 
♦Tests: 


No. Date Analyzed; 

City: Boston D.C.U, Police Dept. 

Officer: P.O. RENEE JACKSON ' 


z 


I 



Amount: 

No. Coni: 1 Conf: pb 

Date Rec'd; 07/20/2011 
Gross Wt.: 2.323' 


y i 

Prelim; C. 0 ^-^3'f^indings: 


Subst: SUB 

No. Anaiyz^: = 

Net Weight: Qo 3'3 
# Tests: 
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SAMPLE# 

No, of samples tested: 


. PHYSICAL'DESCRiPTION: 


AGENCY 




'v ANALYST 


Evidence WL 


G.2’3ip 


Gross Wt ( )_ 

lip y Gross wt { ): 

^ a . / “ PKg. Wt: - 

o ^ l/i /I !■ I U h : 

O'^MJXtrn t3>3>'^ ■ i-y-tZ- 

^ 1 lUT U;f3^"? Ic5^.d0^7_p- 

^ 7 <;invrikk /icf | -i 


^ 10 


cXO- 


iHT Lo? 


PRELIMINARY TESTS 


oDOt Tests 


Cobait (y .A 
Thiocyanate,//fy) . wT 


Mlcrocfvstalline Tests 


Chloride 


Froehde's 

_J 


Mecke’s 

1 

1' 

_1 

/ 

__ 


OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS Cl-^ Q^L-f 
DATE \' "I'' ( 


GC/MS CONFIRMATORY TEST 
RESULTS__ (U^CIaK 

OPHRATol, ZAV 

DATE \'7k''l'iy 
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.PHYSICAL DESCRIPTION: 


ijlilh b^'O 




’Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt: 


Net Wt 



'iG-Penec^ tv/vW^ ^351/ 

' ’ ' /I C . A 


- 7 - 12 - 


, ^ .A C7 . „ r,-!; ' 

\d^66(TLY 

'0 0 ' I oil) 


rniocyanate^ 


Marquis 


Froehde's 


Mecke‘s 


■ Wn^i ^LT 
f-r) 1 ' e 



Microcrystalllne Tests 

ji 1 

/qS) . ffi;, 

Chloride_ yX/ _ _ , 

TLTA ( ) ^ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS CQL-I 

date \1 '• ( 


GC/MS CONFIRMATORY TEST 
RESULTS 

MS Y 

OPERATOR ^ 

DATE 
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. ANALYST_ 
Evidence Wt. 


PHYSICAL DESCRiPTION: 


I. ( 


jGross Wt ( }: 

Gross Wt ( ): 

Pkg. Wt: 
Net Wt: 




Net Wt: / jc 5 i 2^. / 

<5H-/kl5 :■ I' 7 “ >2- 

ltn-r(1.0CiO\Y 

1Q^= 0vdc)O7_j^ 

5 v" 


'J t L-V 

^ ' l.OOOO', 















Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM7\01_11_12\813232.D 
KAC 

11 Jan 2012 18:12 

BLANK 

1 

DRUGS . M 
RTE 



3 


n 




Abundance 


TIC: 813232.D\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


813232.D 


Wed Mar 07 15:49:59 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

P;\SYSTEM7\01_11_12\813233.D 
KAC 

11 Jan 2012 18:28 

COCAINE STD 

33 

DRUGS. M 
RTE 


Abundance 

1600000 

1000000 

500000 


4.670 


TIC: 813233.D\data.ms 


0^—I—I- 

Time-> 2.00 


I I I I , 1 


3.00 4.00 5330_6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4,670 

1516817 

100.00 

100.00 


813233-D 


Wed Mar 07 15:50:03 2012 


Page 1 


Corbett email PRR 011719 




Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\SYSTEM7\01_11__12\813233.D 

Operator : KAC 

Date Acquired : 11 Jan 2012 18:28 

Sample Name : COCAINE STD 

Submitted by : 

vial Number : 33 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 70 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.67 C:\Database\SLI,L 

COCAINE 000050-36-2 99 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


813233.D Wed Mar 07 15:50:04 2012 Page 2 


Corbett email PRR 011720 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F: \SYSTEM7\01___ll_12\ai3248 -D 
KAC 

11 Jan 2012 22:21 

BLANK 
MGL 
2 

DRUGS . M 
RTE 


Abundance TIC: 813248.D\daia.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


813248.D 


Wed Mar 07 15:50:18 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\01_11_12\813249.D 

KAC 

11 Jan 2012 22; 37 


MGL 

49 

DRUGS.M 
RTE 


Abundance 

1500000 


4.$70 


TIC: 813249.D\data.ms 


1000000 


500000 


3.849 [I 

0 I I ' ' ' I ' i -r-Tq - . I iN I I 1 I , , I I I , , i - i I I I I I , I I I I I I . I I I I I , I I I I- 

Time-> 2,00 3,00 4,00 5.00 6.00 7,00_8.^_9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.849 

100400 

5.22 

5.51 

4.670 

1823200 

94.78 

100.00 


813249.D Wed Mar 07 15:50:22 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\SYSTEM7\01_11_12\813249.D 

Operator : KAC 

Date Acquired : 11 Jan 201 2 22:37 

Sample Name : 

Submitted by : MGL 
Vial Number : 49 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 70 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.85 C;\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 96 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 95 


Abundance Average of 3.823 to 4.045 min.: 813249.D\dafa.ms (-) 



m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


313249.D Wed Mar 07 15:50:22 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; F ; \SYSTEM7\01_ll__12\ai3249 . D 

Operator : KAC 

Date Acquired : 11 Jan 201 2 22:37 

Sample Name : 

Submitted by : MGL 
Vial Number : 49 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search 

Libraries; C;\Database\SLI.L 

C;\Database\NIST05a.L 

C;\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 70 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

4.67 

C:\Database\SLI.L 

COCAINE 

000050-36-2 99 

Abundance 

I 


Average of 4.638 to 4.839 min.: 813249.0\data.ms (-) 

Sj2 182 


80 


60 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance #29; COCAINE 

I 



813249.D Wed Mar 07 15:50:23 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM7\01_11_12\813251.D 
KAC 

11 Jan 2012 23:07 

BLANK 


DRUGS,M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


813251.D Wed Mar 07 15:50:34 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\01__11__12\813252 .D 
KAC 

11 Jan 2012 23:23 

COCAINE STD 

52 

DRUGS.M 
RTB 


Abundance 

1500000 

1000000 

500000 

0^1 .' 

Tim8-> 2.00 


4.670 


TIC: 813252.D\clata.ms 


ii 

■ I..r-'-'-' I I i > ■ ' ' I ' ' ' ' 1 ' ' ' ' I ' ' ' ' ! • ' ' ' I ‘ ' 

3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.670 

1445569 

100.00 

100.00 


813252 ,D 


Wed Mar 07 15:50:38 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTEM7\01 11 12\813252.D 


Operator 

KAC 


Date Acquired 

11 Jan 2012 23:23 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

52 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality; 70 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 

1 4.67 C 

;\Database\SLI.L 

COCAINE 

000050-36-2 99 


Abundance 

80 

60 

40 

20 




40 


Abundance 


80 


601 


40; 


20 


42 


m/z-> 


8^ 


Average of 4.611 to 4.834 min.: 813262.D\datB.ms (-) 
182 


94 


42 


|55 67 


105 


60 


80 


8^ 


i ' ' 

40 


55 68 


60 


94 


122 


152 

135 I, 156 


303 


198 


272 




208 222 242 259 ! 


288 


-1+ 


.100.120 140 160 180 200 220 240 260 280 300 

#29: COCAFnE 


182 


105 


122 


136 166 

4 *‘t j it I 


198 


214 


244 259 


272 


303 


80 100 120 140 160 180 200 220 240 260 280 300 


813252.D 


Wed Mar 07 15:50:38 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\01_24_12\814612.D 

KAC 

24 Jan 2012 13:29 

BLANK 

1 

DRUGS . M 
RTE 




Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


814612.D 


Wed Mar 07 15:51:45 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\01_24_12\814613.D 
KAC 

24 Jan 2012 13:45 

COCAINE STD 

13 

DRUGS . M 
RTE 


Abundance TtC: 81<1613.0\data.ms 

1500000 

1000000 

! 

500000 . 

T-’"T I I T"! 1—T f 1 1 f ! 1 1 1 j 1 1 ! 1 T 1 1 1—1 1 1 1 1 1 1 ( 1 1 1 i—T—r-"1 1—^-"r t -j- r" 

Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.670 

1623834 

100.00 

100.00 


814613 .D 


Wed Mar 07 15:51:49 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\sySTEM7\01_24_12\814613.D 

Operator : KAC 

Date Acquired ; 24 Jan 2012 13:45 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Number : 13 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 70 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.67 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.633 to 4.829 min.: 814613-D\data.rns (-) 



m/z-> 40 60 80 100 120 140 160 180.200_ 220 240 260.. .280 300 


814613.D Wed Mar 07 15:51:49 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\01__24_12\814614.D 

Operator : KAC 

Date Acquired : 24 Jan 2012 14:01 

Sample Name : BLANK 

Submitted by : MGL 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 814614,D\data.ms 


200 


0 

Time-> 2.00 


Ret. Time Area 


***NO INTEGRATED PEAKS*** 


814614,D Wed Mar 07 15:51:54 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM7\01_24_12\814615.D 
KAC 

24 Jan 2012 14:17 


15 

DRUGS.M 
RTE 


Abundance 

40000oj 

300000 

200000 

100000 ] 


Time-> 2.00 

3.00 

4.00 

5.00 6.00 

__ AOO_ 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

4.664 



399596 

100.00 

100.00 


4.^64 


TIC: 814616.D\data.ms 


814615. D Wed Mar 07 15:52:01 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F;\SYSTEM7\01 24 12\814615.D 



Operator 

KAC 



Date Acquired 

24 Jan 2012 14 ; 17 



Sample Name 




Submitted by 

MGL 



Vial Number 

15 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTS 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NlST05a.L 

Minimum 

Quality: 70 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASjf 

Qual 


4.66 C:\Database\SLl.L 
COCAINE 


000050-36-2 


99 


Abundance 


Average of 4.633 to 4.807 min.: 814615.D\data.ms (-) 


m/ 2 -> 
Abundance 



#29: COCAINE 



814615,D 


Wed Mar 07 15:52;01 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P;\SYSTEM7\01_24_12\814616.D 
KAC 

24 Jan 2012 14:32 


MGL 
16 

DRUGS.M 
RTE 


Abundance 

! 

2000000 ) 

1500000 


4.670 


TIC: 814616.D\data.ms 


1000000 


600000 


3.849 


Tinie-> 2,00 

' ' 1 ’ ' 
3,00 

4,00 

' ■■■ ■'. '"T 

5.00 6.00 

•r 

7.00 

— 1- 1 -1—1- i —1—1— i —1—1-!—[—]-1— i - F — 1 —1-1—1-[— 1 —1-1—1- F — 

8.00 9.00 10.00 11.00 12.00 

Ret, Time 



Area 

Area % 

Ratio % 

3 . 849 



691659 

20.42 

25.65 

4,670 



2696226 

79.58 

100.00 


814616.D 


Wed Mar 07 15:52:06 2012 


Page 1 


Corbett email PRR 011734 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\01_24_12\814616.D 
KAC 

24 Jan 2012 14 ; 32 


MGL 

16 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 70 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3.85 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6~tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance 

80 

60 

40 

20 

oi- 


Average of 3.812 to 4.082 min.: 814616.D\da1a.ms (-) 

148 


73 


101 


121 


51 


42! 


63 


TprrrrTT 


1^ 


89 



Tfti i-jll'n/l 


M 


30 


T+l 


204 


176 

157 ] 189 

fTTf' r y rn ' T Ti'li' t l'T TT i ^ ttt 




246 

i"|-T rr rrn-nn 


m/z-> 10 20 30 40 60 60_ 70...80 90 100 110 120 130 14 0 150 160 170 180 190 200 210 220 230 240 

Abundance 


#59447: lmic}azo[2,1-b]thiazole, 2,3.5,6-letrahydro-6-phenyt-, (S)- 

148 204 


80 j 

i 

60{ 
401 
20 ' 
0 


73 


101 


51 


63 


28 39 

TTrr[Ti 


89 




121 


ItlJi 


TjT-mY 


w 


[131 

t.lF. ■ 

I I II 


T+V 


176 

I 157 ,| 189 ,i 

I M I'l I I I I I I I III I I I I If I I M j I 




T' 


m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 


814616 .D 


Wed Mar 07 15:52:07 2012 


Page 2 


Corbett email PRR 011735 














Area Percent / Library Search Report 


Information from Data File: 



File Name 

F;\SYSTEM7\01 24 12\814616.D 



Operator 

KAC 



Date Acquired 

24 Jan 2012 14:32 



Sample Name 




Submitted by 

MGIj 



Vial Number 

16 



AcquisitionMe t h 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 70 


C:\Database\PMW TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.67 C;\Database\SLI,L 
COCAINE 


000050-36-2 


99 


Abundance 


80 


Average of 4.633 to 4.829 min.: 814616.0\data.fris (-) 
8.2 182 


60; 

40 

20 i 42 


94 105 


m/z--> 40 

Abundance 

80 

60 

40 


55 Qj 

Jtilii.i iin. 


122 


T 

60 80 100 120 


82 


135 

I ..i , . I , 


303 


^7- 

140 160 .18 0 200 

#29: COCAINE 

182 


198 272 

214 230 242 259 288 


220 


2A0 


260 


280 


300 


94 


20 i 


42 


0V-/11- 

nVz--> 40 


55 68 


106 


122 


135 196 


198 


214 


244 259 


272 


303 


60 


80 100 120 140 160 180 200 220 240 260 280 300 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F; \SySTEM7\01_24_12\814631 .D 
KAC 

24 Jan 2012 18:26 

BLANK 

1 

DRUGS.M 
RTF 


Abundance 


TIC: 814631.D\data.ms 


Time- 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


814631.D Wed Mar 07 15:52:34 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\01_24_12\814632.D 
KAC 

24 Jan 2012 18:42 

COCAINE STD 

32 

DRUGS.M 
RTE 


Abundance 

15000001 


1000000 


500000 


0-T-^-T- , 

Time-> 2,00 .3.00 


TIC: 814632.D\cfata.ms 

4.870 


' I ' ^ rr~' ' ' ' I » T- f-1 I I I I I I I I I I f I I—I—I—^—I—^—I I I I I I I 

4,00 5.00 6.00 7.00_ 8.00 9.00 10.00 11.00 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

4.670 

1595465 

100.00 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\01 24 12\814632.D 



Operator 

KAC 



Date Acquired 

24 Jan 2012 18:42 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

32 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C;\Database\NIST05a.L 

Minimum 

Quality: 70 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.67 C;\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 


82 


Average of 4.622 to 4.818 min.: 814632.0\data.ms (-] 
182 


42 


|55 67 


0I.-V 

ml7.-> 40 

Abundance 


80 

60 

40 

20 


r 


94 106 


L-Jil 


122 


152 ne/i 
135 .|„ 16S 


7“ 


198 

I. 214 

t “f r i .t i 


303 


272 

244 259 I 268 


"T 


T 


T 


60 80 100 120 140 16^0 180 200_ 220 240 260 280 300 

#29; COCAINE 

8^ 

182 


'Ar- 


42 

I 


55 68 


m/z-> 40 


94 


106 


122 


60 


'’“T- 


135 166 


198 


214 


244 259 


272 


303 




80 100 120 140 160 180 200 220 240 260 280 300 
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This is the last page of the 
transmission. 

No further data. 
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